The circulating technician helps the scrub technician
don a sterile gown.

The instruments are laid out in preparation for the

procedure.

The scrub technician screws on sterile lamp handles
to the operating room lights. During the operation,
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the scrub technician can position the lights for the
surgeon and not become contaminated.echnician for near-
